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This potentiometer has three ieads: however it does not have a grounding tap. To connect 
the potentiometer, use two ieads for the connections, connecting to the center iead and 
either the ieft or right iead, depending on whether the user wants it to increase resistance 
by turning ciockwise or counter-ciockwise. 



